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ORIGIN OES-05 

INFO OCT-01 EUR- 1 2 ISO-OO TVA-01 FEA-01 NSF-02 COME-OO 

EB-07 /029R 

DRAFTED BY OES/SCI/SEP:ASHELDON:GEM 
APPROVED BY OES/SCI/SEP:OGANLEY 
TV A : GWTT ,T .1 A MS (SUBS.) 

EUR/SOV:TWALSH (SUBS.) 

FEA:BEVERETT (SUBS.) 

072515 

R 082248Z MAY 75 
FM SECSTATE WASHDC 
TO AMEMBASSY MOSCOW 

UNCLAS STATE 107930 

E.O. 11652: N/A 
TAGS: TGEN, UR 

SUBJECT: ENERGY AGREEMENT: ELECTRIC POWER SYSTEMS 

REF: MOSCOW 6125 AND PREVIOUS 

FOR SCICOUNS 

1. GODWIN WILLIAMS REQUESTS EMBASSY PASS FOLLOWING 
MESSAGE TO TROSHIN. MINPOWER. 

QUOTE WILLIAMS SENDS REGARDS TO TROSHIN AND REGRETS 
SOVIETS UNABLE TO RECEIVE US GROUP IN JUNE. US GROUP NOT 
AVAILABLE FOR SEPTEMBER VISIT. DUE TO TIME LAPSE SINCE 
JOINT MEETING IN US LAST MAY AND NEED TO PROCEED WITH 
PROJECT. WILLIAMS PROPOSES ARRIVAL US GROUP IN MOSCOW 
JULY 20. RESPONSE REQUESTED BY JUNE 5. END QUOTE. 

2. MINISTER NEPOROZHNIY SUGGESTED JUNE MEETING WHEN HE 
WAS IN CHATTANOOGA LAST SEPTEMBER. EMBASSY REFERENCE TO 
UNCLASSIFIED 
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THIS MAY MAKE SOVIETS MORE AMENABLE TO JULY TIMING. KISSINGER 
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ISecure: 1 
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